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Predictive Mode! Scoring Standard 


RANK = 11 HIGH = 0.00241 LOW = 0.00007 

ICTR = 554,318 

NOTE: THE DATA STATEMENT USED THE FOLLOWING RESOURCES: 

CPU TIME - 00:00:01.39 

ELAPSED TIME - 00:02:35.31 

VECTOR AFFINITY TIME - 00:00:00.00 
VECTOR USAGE TIME - 00:00:00.00 
RSM HIPERSPACE TIME - 00:00:00.00 
EXCP COUNT - 250 

TASK MEMORY - 2047K (40K DATA, 2007K PROGRAM) 

TOTAL MEMORY - 3368K (1012K DATA, 235SK PROGRAM) 

38 

NOTE: THE SAS SESSION USED 8.11 CPU SECONDS AND 3368K. 

NOTE: SAS INSTITUTE INC., SAS CAMPUS DRIVE, CARY, NC USA 27513-2414 
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